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percentages of unoccupied and of farm lands ; acreage and yield in 
corn, wheat, and oats ; average value of horses, cattle, sheep, swine ; 
percentage of rural population, average value of land, farm tenures, 
etc. They are based upon special investigations of the Department. 
The maps are neatly executed. Various methods of graphic illustra- 
tions are introduced, some of them new to American statistics, 
although used in the French Albums. The grading of the tints is 
especially good. It is to be wished that dates were assigned to the 
several maps, for there is no clue to the exact period to which the 
representations refer. 

D. R. D. 



COMPARATIVE STATISTICS OF SPRINGFIELD CHURCHES. 



Second Annual Report of the Eastern Avenue Congregational 
Church together with comparative statistics of the Springfield churches 
for fifty years. Springfield, Mass., Oct., 1889. Pp. 20. 

The publication of the comparative statistics collected in this brief 
pamphlet should stimulate churches in other cities to initiate similar 
work. It is of great social interest, and there does not appear to be 
anv reason why in most cases such an inquiry cannot be satisfactorily 
accomplished. Statistics are presented showing the relative growth of 
churches and membership of the different denominations in Springfield 
for half a century. The following table shows the ratio of churches 
and the evangelical communicants to the population during fifty 
years : — 
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This table shows that in Springfield the number of churches com- 
pared with the population is steadily diminishing. The ratio, how- 
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ever, has to be modified by the statistics as to membership. A church 
now averages 302 communicants while in 1840 the average was 240. 
In 1840 only one church out of eight had a seating capacity of 700 
or over ; now 17 out of 35 are thus equipped. 

" The truth can be reached more accurately by a comparison of 
Evangelical communicants. Fifty years ago there was one to every 
5.32 persons, now one to every 5.35, almost identically the same." 
The church capacity appears to be 53 per cent of the population. 



RECENT INDUSTRIAL REPORTS. 



Third Annual Report of the Factory Inspectors of the State of New 
Torkffor the year ending December 1, 1888. Albany, 1889. Pp. 461. 

In addition to the reports of inspections, this contains a tabulated 
list of more than 600 accidents to employees occurring in industrial 
^tablishments in New York during 1888. The cause of the accident 
as given by the manufacturers, and the extent of the injury, is stated. 
In the Appendix is published the inspection laws not only of Massa- 
chusetts, Connecticut, Maine, New Jersey, Ohio, Rhode Island, and 
Wisconsin, but also of England, France, Germany, and the Province 
of Ontario. The report of the second annual convention of the 
National Association of Factory Inspectors of North America is 
appended. 

Report of the Massachusetts District Police for the year ending 
December 31, 1889, including the inspection department and the de- 
tective department. Boston, 1890. Pp. 464. 

This is the eleventh annual report of Rufus R. Wade, Chief of 
District Police. The operations of the District Police in Massachu- 
setts cover a wide range. The force comprises 33 men, of whom 20 
are detailed for the inspection department, and 12 for detective work. 
The inspection work during the past year related particularly to 
elevators, child labor in factories, fire escapes, and sanitation and 
ventilation in public buildings and school houses. It is estimated that 
about eighty per cent of children between the ages of ten and fourteen 
years, formerly found in manufacturing establishnients, are now 
regularly at school. The report in regard to condition and proper 



